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E.O. 11652: N/A 
TAGS: EAID, QA 

SUBJ: REIMBURSABLE ASSISTANCE: COUNTRY FINANCED TECHNICAL SERVICES- 
GOVT OF QATAR REQUEST FOR ASSISTANCE IN PLANNING MATERNITY 
HOSPITAL 

1 . ON JAN 8 DR OMAR HASHISHO, GOVT OF QATAR DIRECTOR OF MEDICAL 
SERVICES, INFORMED US THAT GOQ HAD DECIDED TO GO AHEAD WITH 
PLANNING OP NEW MATERNITY HOSPITAL TO BE INTEGRATED WITH NEW 
SIX HUNDRED BED GENERAL HOSPITAL ALREADY UNDER CONSTRUCTION. 
HASHISHO ASKED FOR OUR ASSISTANCE ON AN URGENT BASIS IN OBTAINING 
EXPERT OR EXPERTS TO PARTICIPATE IN WRITING A "BRIEF" FOR MATERNITY 
HOSPITAL THAT WOULD BECOME BASIS FOR SEEKING FIRM TO DESIGN 
FACILITY. 

2. HASHISHO SAID THAT GOQ PREFERRED THAT WE OBTAIN EXPERTS, 

AND HE INDICATED HE WAS THINKING IN TERMS OP ONE OR TWO PEOPLE, 
THROUGH AMERICAN HOSPITAL ASSOCIATION OR KAISER POUNDATION, 
ALTHOUGH HE DID NOT RPT NOT PRECLUDE OUR LOCATING REQUIRED PEOPLE 
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ELSEWHERE. ACCORDING HASHISHO, THESE EXPERTS WOULD WORK WITH 
GOQ MINISTRY OF HEALTH OPFICIALS AND GOVT HOSPITAL CONSULTANT, 
BRITISH FIRM LLEWELYN DAVIES, IN DRAWING UP BRIEF. 

3. IN ADDITION TO BRIEF, HASHISHO SAID EXPERTS WOULD BE ASKED 

TO RECOMMEND QUALIFIED HOSPITAL DESIGN FIRMS, WHICH GOQ WOULD 
THEN APPROACH FOR PROJECT. 
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4. HASHISHO EMPHASIZED URGENCY OE GOQ'S NEED EOR THESE EXPERTS. 

HE SAID GOQ PARTICULARLY WANTED AMERICAN INPUT TO BALANCE 
UK CONSULTANTS WITH WHOM GOQ HAS HAD DIFEICULTIES IN PAST. 

HE SAID MINISTRY OE HEALTH HAD WAGED LONG AND HARD FIGHT TO 
CONVINCE POWERS THAT BE HERE THAT NEW MATERNITY HOSPITAL 
ABSOLUTE NECESSITY, AND NOW MINISTRY WANTED TO MOVE FAST TVO 
FOLLOWUP ON APPROVAL BEFORE THERE ANY SECOND THINKING. 

5. COMMENT: WOULD APPRECIATE DEPT'S MOVING AS QUICKLY AS POSSIBLE 
ON THIS REQUEST, GIVEN URGENCY ATTACHED TO IT BY HASHISHO WHO, 
WHEN ASKED HOW SOON HE WANTED EXPERTS, REPLIED "NOW." 

PAGANELLI 


LIMITED OEEICIAL USE 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, FAMILY PLANNING 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 08-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977DOHA00021 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770008-0280 

Format: TEL 
From: DOHA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 69/aaaacidx.tel 

Line Count: 75 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: e606b7db-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3638116 
Secure: OPEN 
Status: NATIVE 

Subject: REIMBURSABLE ASSISTANCE: COUNTRY FINANCED TECHNICAL SERVICES- GOVT OF QATAR REQUEST FOR ASSISTANCE IN 

PLANNING MATERNITY HOSPITAL 

TAGS: EAID, TBIO, QA, US 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/e606b7db-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



